
10/08/2019 


CERTIFICATION 


This is to certify that Alyza Guillermo De Guzman has been employed with 11118 Citibank, N.A. Regional 
Operating Headquarters since 04/09/2018 and is currently Risk Operations Analyst I with the rank of OFF - 
Officer (OFFICER TITLE). 


This is to further certify that De Guzman is a Regular employee of 11118 Citibank, N.A. Regional Operating 
Headquarters. 


This certification is being issued upon the request of De Guzman for whatever legal purpose it may serve. 


For verification of this certificate of employment, please send an email to HR Shared Services at 
hrssapac @ citi.com. 


This certification is valid for sixty (60) days from date of issue. 


Regards, 


HR Shared Services 



